From: Service Desk <senrdesk@facil.umass.edu> 

Sent: Wednesday, March 30,2011 10:46 AM 

To: Hanchett, James (DPH) 

Subject: Fw: WReq Entry for Morrill I 


WO NO 11-011037-000 

**PLEASE DO NOT REPLY TO THIS EMAIL** 

PLEASE CONTACT THE SERVICE DESK @ 545-6401 IF YOU HAVE QUESTIONS OR CONCERNS 
ABOUT YOUR WORK ORDER - PLEASE HAVE YOUR WORK ORDER # HANDY 
THANK YOU, 

SERVICE DESK 
— Original Message — 

From: Bud Cobb 
To: Service Desk 

Sent: Wednesday, March 30, 2011 10:38 AM 
Subject: Fwd: WReq Entry for Morrill I 


Please create a service call work order for the FASS shop. (JPC) 


-Original Message- 

Subject:WReq Entry for Morrill I 

Date:Mon, 28 Mar 2011 13:57:59 -0400 (EDT) 
FromiUMass Phys Plant < no- r eplv@w u foo . c o m> 
Reply-To: no-replv@wufoo.com 

To: custreq@facil.umass.edu. umappd@gmail.com 


Your name * 

Department * 

Mailing address * 

Email * 

Phone * 

Fax 

Building requiring work * 
Room number/location * 
Describe work requested 


Jim Hanchett 

Massachusetts Public Health 

Room N251 Morrill I 
637 North Pleasant Street 
Amherst, MA 01003 

iames.hanchett@state.ma.us 

(413) 545-2601 

(413) 545-2608 

Morrill I 

N251A 

Alam Shop has to move panic button alarm wire. It is in the way of keyboard desk drawer. 
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Folk OIG PRR 093918 
















































































